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John T. O’Brien & Co., 

Patent Safety Combination Scaffolds, 
Philadelphia, 

May 2, 1887 


Hon. Daniel M. Fox 
Superintendent 

U.S. Mint 
Philadelphia, Pa. 


Dear Sir. 


We propose to furnish and erect the scaffolding around the main chimney stack at the 
U.S. Mint Philada. Pa. to enable the mechanics to re-cap or repair capping of the main stack, 
affording every facility for the workmen to do their work with safety and convenience allowing 
the scaffolding to remain in use for the term of one (1) month from date of erection, and remove 
the same at completion for the sum of Three Hundred & Twenty five dollars ($325 no/100). 


Yours Very Respectfully 
John T. O’Brien & Co. 


